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Lesson Topic 5-1-2

56.  Major signal flow from one major assembly
to another can be easily seen by referring
to the Functional Block Diagram.

If someone were to say that the 15A21
radar trainer has a 208v, 3 phase power
input, would they be telling the truth?
YES/NO.  If yes, where is the input
applied?  If no, what is the input power?

YES

Radar

Set

Control
Unit,   A7

57.     Refer to  the  appropriate unit troubleshoot-
ing  tables  in  the MIM.     List  the probable
cause   and  corrective  action  for:

TROUBLE

Loss  of   the
1  kHz   output.

PROBABLE
CAUSE

CORRECTIVE
ACTION

1.

2a

2b.

63plug and jack is identified by
